APPENDIX A DEFINITIONS OF DOCKET 50 CATEGORIES
A.      APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE
This category follows the application from submission to the day preceding the issuance of an operating license.   It includes all correspondence and documents with substantive technical content that do not fall into other specific categories.   Included are:
1.     Application for construction permit.
2.     General Information submitted with construction permit application.
3.     Amendments and changes to items 1 and 2.
4.     NRC questions, requests for additional information, and applicant responses.
5.     Correspondence and documents relating to unresolved design and construction issues.
6.     Meeting announcements and summaries of meeting discussions on issues of item 5.
7.     Correspondence regarding the Preliminary Safety Analysis Report (PSAR).
8.     Information on laws and changes in regulations or policy that affect the status of the application (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.).
9.     Construction Permit, amendments, and correspondence relating to the construction permit.
10.     Scheduling of license application submission or review.
11.     Environmental review information.
12.     Application for operating license.
13.     General Information submitted with operating license application.
14.     Amendments and changes to items 12 and 13.
15.     Correspondence regarding the Final Safety Analysis Report (FSAR).
16.     Correspondence and documentation on generic technical matters highlighted by an event at another facility which may affect the subject facility; not covered by an IE Bulletin.
17.     Reports of site visits,
18.     Backup technical documents (e.g., topical reports) submitted in support of the application.
B.      UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS
This category is strictly limited to the items listed below.   All related correspondence is filed in Category A.
1.       Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards Summary Report or Safety Analysis Report).
2.       Amendments and changes to the PSAR.
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